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confidential:; 


DOC -^^21 BEV DfiTF BY 

ORIG COM? 0?( TYfc 

CBIG CLASS FAIai'S R-V CL'^SS 

I'lST NEXT RLV O AUTH; HH 10*2 


TO; Inspection Branch/PD/OL 

nUKt Chl«f, BBfiMiilaf 8Uf!r» oc 


DATE: !/(> ■ 

CONTRACT NO: 


REPORT NO; 


(if Tinal. so state' 


Contractor 


Addressee 



25X1 


25X1 


Commodity/Service 

No. of Prototypes 2 

The Contractor is on schedule 


Classification | 

Contract Completion Date 


The Contractor will remain within his allocated funds Y es 

An extension of time will be necessary .n,y 

All phases of the technical progress are satisfactory g Yes J 

The overall performance of this contractor is: Satisfactory 

/~7 Subject to Inprovement 
n Unsatisfactory 

NOTE: If vinsatisfactory or subject to improvement, indicate reasons under 
comments. 

Comments — — 


Recommended Action 


Date of Visit to Contractor's Plant 


▲Fimnt 


Inspected by; 


Division: 


Extension: 


25X1 


UUI1 


'i.RDENTIAL 

CCPnrv 
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ttSHH — 



TO: Inspection Branch/PD/OL 

TRGNt Chiefs liisisKMriBg Staff, OC 


DATE: 21 MuBUt 1959 

COHTRACT NO.: T.O» 1 

KEPCRT HO, : 1 

{if final, so state) 


Contractor 

Address 

Commodlty/Serrlc e CK*17 CoHactica Heeelwr c lassificatio n «»<» 

No. of Prototypes g jContract Completion Dat e Anril I960 

The Contractor Is on schedule x Y es _________ No 

The Contractor will remain within his allocated funds x Y es ____No 

An extension of time will he necessary Y ea x N o 

All phases of the technical, progress are satisfactory x Y es M o 

The overall performance of this contractor is; £7 Satisfactory 

a Subject to Improvement 
/~7 Unsatisfactory 

NOTE: If xmsatisfactory or subject to inprovement, indicate reasons under 
comments. 

Comments 


Recommended Action 


CcmtiiittAd monitorlag* 


Date of Visit to Contractor's Plan t OO Stuwiat IQSO 


umamt 


Chief, 


Inspected by: 
Division: 


i^tmff, od 


Extension: 

CONFIDENTIAL 

^onrT 

otcftn — 


25X1 


25X1 
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CONFIDENTIAL 


TO; Inspection Branch/PD/OL 

wmft, m 


DATE: 


ao OtMb&r 1999 


COOTKACT NO; 
REPQRT HO: 


f i 
t 

(if finals so state) 


Contractor 
Addressee _ 


Commodity/ Service 
No. of Prototypes 


:h4T 


e 


The Contractor is on schedule 


!• Classification, 


Contract Completion Date 
^ Yes No 


The Contractor will reioaln within his allocated funds 
An extension of time will he necessary — 

All phases of the technical progress are satisfactory 


M Y es 

B 


No 


No 


B Y es 


No 


The overall performance of this contractor is s Satisfactory 

/~T Subject to Improvement 

/TT Unsatisfactory 

NOTE: If unsatisfactory or subject to improvement, indicate reasons xuider 
comments. 


Comments 


25X1 


Recommended Action 


Date of Visit to Contractor's Plant 


iflWVIDt 




Inspected by: 

Division: 

Extension: 


CONFIDENTIAL 


ni 
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